RM L53F10 


NACA 





8EY L 


RESEARCHIN IORANDUM | 


WN 'divy Auviart HOAL 
MAOR APTI 


E 


A PRELIMINARY INVESTIGATION OF THE POWER REQUIREMENTS 


OF SLOTTED TEST SECTIONS 
| By John S. Dennard 


Langley Aeronautical Laboratory 
Langley Field, Va. 


NATIONAL ADVISORY COMMITTEE 
FOR AERONAUTICS 
l: WASHINGTON 


July 7, 1953 
eet June 22, 1956 


1Z 


TECH LIBRARY KAFB 


T il 


NATIONAL ADVISORY COMMITTEE FOR AERONAUTICS 


NACA RM L53F10 


RESEARCH MEMORANDUM 


A PRELIMINARY INVESTIGATION OF THE POWER REQUIREMENTS 
OF SLOTTED TEST SECTIONS 


By John S. Dennard 


SUMMARY 


A preliminary investigation of the power reguirements for slotted 
tunnels and of methods of reducing these requirements has been conducted 
in a small-scale single-slot test section. All pressure losses reported 
were incurred in the region between the upstream end of the entrance bell 
and the entrance to the diffuser, and in handling air taken from the main 
stream through the slotted wall. The losses associated with the removal 
of the bleed air through the slot without recovery of the available dynamic 
pressure increased rapidly with Mach number and, at Mach numbers above 
approximately 1.0, exceeded those associated with the main flow through 
the tunnel. The use of a sharp-lip cutoff at the downstream end of the 
slot together with an auxiliary pump for bleed-air removal provided oper- 
ation for Mach numbers below 1.2 at power parameters less than those for 
any other configuration tested. 


Tests in which closed ejectors were used to pump air from the plenum 
indicated that the minimum required secondary nozzle area increases with 
Mach number, that the optimum area is the minimum area capable of gener- 
ating the required Mach number, and that variations in mixing tube lengths 
from the optimum value effect substantial increases in power requirements. 


The installation, in an open-ejector-type tunnel, of a bleed-flow 
passage and slot diffuser in place of the large volume plenum did not 
radically change the longitudinal Mach number distribution and resulted 
in operation at Mach numbers greater than 1.2 at power parameters less 
than those of any other configuration tested. It is probable that, if 
diffuser losses were considered, the arrangement using an auxiliary pump 
with properly located intake together with a sharpened cutoff at the down- 
stream end of the slot would allow operation at less power than the ejector 
arrangements. 
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INTRODUCTION 


The large power requirements of existing transonic tunnels emphasizes 
the need for research to reduce the energy losses across the test section. 
In most of these tunnels, air taken into the plenum chamber re-enters the 
circuit through an open ejector at the front of the diffuser; air thus 
enters the diffuser with a layer of low-energy air along the walls sur- 
rounding the high-energy stream. 


Data obtained in tests of the Langley 8-foot transonic tunnel (ref. 1) 
show that the increased power over that required for comparable-sized 
closed tunnels is due largely to the energy losses sustained in bleeding 
air into the plenum surrounding the tunnel, in returning the low-energy 
bleed air to the main air stream at the entrance to the tunnel diffuser, 
and in diffusing this combined mixed flow. In some small slotted tunnels, 
however, the bleed air is not returned to the main stream at the tunnel 
diffuser but is removed from the plenum by an auxiliary pump which is 
operated separately from the main stream air supply. In this type of tun- 
nel the increase in power over that required for a closed tunnel is asgoci- 
ated with the handling of the bleed flow; the diffuser efficiency may be 
improved by this arrangement, however, since the bleed air may be returned _ 
to the main stream in & low velocity region and thus-only minor losses 
incur. For either type of slotted tunnel, then, any substantial improve- 
ment in the power characteristics must be derived from improved handling 
of the bleed air. A preliminary investigation was therefore initiated at 
the Air Induction Section of the Langley Laboratory to determine the gen- 
eral nature of the bleed-air problem. This investigation included the 
determination of the power requirements of slotted test sections in which 
the bleed air was removed from the plenum by: (1) an auxiliary pump with- 
out return of the bleed air to the main stream, and (2) several stream- _ 
operated ejectors which act to return the bleed air to the main stream at 
the entrance to the tunnel diffuser. Included in the ejector tests were 
investigations of effects of bleed-air-jet or gap height, mixing-tube 
length, and slot-plenum geometry. Tests were conducted over & range of 
Mach numbers from O.T5 to 1.5. 


SYMBOLS 
A fA one-dimensional. area ratio required at any tunnel Mach 
number = 
a velocity of sound, ft/sec Ë 


n' ejector bleed-air gap height, in. 
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h'/h 


y 

hp 
Subscripts: 
b 


d 


gap ratio, also equals Bleed-air jet area 


Main air jet area 
tunnel height, in. 
total pressure, lb/sq ft 
mixing length, in. 
mixing-length—tunnel-height ratio 
Mach number, V/a 
static pressure, lb/sq ft 
temperature, OR 
velocity, ft/sec 
weight flow of air, lb/sec 


distance downstream from ejector jet exit or from slot 
entrance 


distance below lower surface of floor bars, in. 


horsepower, 550 ft-1b/sec 


bleed air 


main flow air, total.air minus bleed air 
total air, main stream plus bleed air 


stagnation 


APPARATUS AND METHODS 


The test section used in this investigation was of constant cross- 
section 2.25 inches wide by 4.50 inches high and was equipped with a 
single rectangular slot 0.4-inch wide located in one of the 2.25-inch 
walls. (See fig. 1.) This single-slot test section, which has been 
investigated earlier (ref. 2) and shown to have a reasonably uniform 
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Mach number distribution, was chosen to simplify modification. The tun- 
nel air for this investigation was supplied by a multiple-stage axial- x 
flow compressor which is capable of supplying a pressure of 2 atmospheres. 


The various arrangements of slot and ejector are presented as fig- 
ure 2. For tests in which an auxiliary pump was used, to remove air which 
had been bled through the slot, & sharp-edge slot cutoff was placed &t 
the downstream end of the slot separating the bleed Plow from the main 
stream flow. (See fig. 2(a).) The slot cutoff was followed by & constant- 


area section hi inches long and a diffuser 12% inches in length with an 


area ratio of 3.11 to l. Two slot configurations were tested with the 
auxiliary pumping system: (1) the rectangular slot of figure 2(a), and 
(2) that of figure 2(b) in which the slot diffuser was &dded. The ini- 
tial closed ejector through which the bleed flow was returned to the 
main stream utilized a sharp-edge divider between the main stream and 
the bleed air as shown in figure 2(c). This divider, beginning at a 


point 10r inches from the leading edge of the slot, formed a constant- 
cross-section primary nozzle & inches long (14 n) preceding the mixing 


tube which was of variable height and length, 1.222h to 1.556h and 
2.67h to 13.33h, respectively. No diffuser was used in these closed 
ejector tests. Open ejector arrangements, so called because the main _ 
flow and bleed air are not separated by & méchanical divider as in the ^ 
initial ejector, were also investigated (figs. 2(d) to 2(g)). For these 
Open-ejector tests, the floor bars ELE beveled along & diagonal begin- 
ning from the lower inside edge, 9L inches from the leading edge of the 


slot, and extending to the upper FOE edge at the downstream end of ` : 
the slot. The angle of the bevel was fixed to pass through the upper 
inside edge and lower outside edge of the bars in a length of 2 inches 
and to pass through the upper outside edge of the bar. in a length of 

l inches (at the end of the slot). The plenum scoop was of a reflexed 
type similar to that found to gíve best results in the tests of refer- 
ences 1 and 5. (See fig. 2(d).) Modifications to the slots used with = 
this open ejector are presented in figures 2(e), 2(f), and 2(g); these 
modifications incorporate a diffuser fairing from slot to plenum (as in 

fig. 2(b)), a ducted bleed passage using a filler block in the plenum, 

and a combination of slot diffuser fairing with a ducted bleed passage, 
respectively. These open ejectors had a 34 inch (O.778h) mixing tube 


followed by a 2.97 to 1 area ratio diffuser. ` a 


Pressure-tube instrumentation consisted of a row of surface static- 
pressure tubes the entire length of the upper tunnel wall, a row of sur- 
face static-pressure-tubes on the lower wall of the ejector mixing tube, 
four surface static-pressure tubes in the tunnel throat, a total-pressure 
tube in the upstream duct, and a movable rake of eleven total-pressure j 
and two static-pressure tubes. The plane of the rake is shown for the 
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individual configurations in figure 2. All pressure tubes were connected 
to a multiple-tube manometer and the pressures were recorded photographi- 
cally. Total air flow was computed by use of the throat statics and the 
upstream total pressure together with the stagnation temperature. Total 
pressures from the rake were flow-weighted and -integrated to find the 
total-pressure loss and then converted to a test-section power parameter 
which is derived in the appendix. The power requirements reported here 
are those required to overcome the losses occurring across the slotted 
test section and mixing tube between the entrance bell and the total- 
pressure measuring station. For all tests where the auxiliary pump was 
used, bleed-air—flow quantity was measured with a calibrated 2-inch- 
diameter orifice in the pump-intake duct; bleed total-pressure losses 
(Ho - Pp) and main stream losses were converted separately to the power 


parameter derived in the appendix. For these tests with auxiliary 
pumping, an additional total-pressure survey not used for power calcu- 
lations was conducted vertically in the region through the slot and below 
the floor bars on either side of the slot (figs. 2(a) and 3). 


RESULTS AND DISCUSSION 


Auxiliary Pumping 


Rate of flow through slot.- The ratio of bleed air to total air 


required to produce a desired Mach number with auxiliary pumping is shown 
in figure 4. At Mach numbers below 0.83, no auxiliary pumping was 
reguired and all air was exhausted through the diffuser. Above M = 0.83, 
however, it became necessary to remove air from the plenum chamber, though 
auxiliary pumps, at a rate considerably in excess of that corresponding 
to isentropic expansion of the air stream to the desired Mach number. A 
part of this difference results from neglecting the boundary layer in the 
slotted region. At Mach numbers near unity, where the difference between 
measured and calculated bleed-flow rates is greatest, additional quanti- 
ties of bleed air must be removed equal to the difference in mass between 
the main flow and the flow corresponding to choking in the constant-area 
duct following the slotted test section. Above M = 1.2, the rise in 
bleed flow is associated primarily with one-dimensional area effects and 
closely follows the trend of the theoretical curve. Higher flow rates 
were required with the slot diffuser at all Mach nue except those 
between 0.98 and 1.07. 


Total-pressure distribution in the slot.- In order to understand the 


nature of the flow in the slot and plenum better and to define the con- 
dition of the secondary flow for the ejector arrangements, a limited 
total-pressure BUEN EY. was conducted at the bleed-flow survey-rake plane, 
which is located 114 inches from the leading edge of slot and extended 
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from 0.1 inch above to 1.65 inches below the floor bars (fig. 2(a)). 
Figure 5 presents the total-pressure contours through the slot and in 


the bleed-air plenum for the basic auxiliary pump configuration (fig. 2(a)) 


at several Mach numbers. These contours show that considerable total 
pressure exists in the flow directly beneath the slot; however, the pres- 
sure drops rapidly in the region beneath the solid portions of the floor 
and approaches the tunnel static pressure. It should be noted that the 
flow values of total pressure indicated at the upper surface of the floor 
for subsonic Mach numbers is the result of mixing of the low-energy air 
in the slot with the main flow. At Mach numbers greater than 0.83, where 
auxiliary pumping is required, higher energy air is drawn into the slots 
and the mean total pressure rises rapidly with Mach number. These data 
are presented in greater detail in figure 6 where total pressure is . 
plotted as a function of distance from the lower surface of the bars. 


Power requirements.- The theoretical power requirements for a slotted 
tunnel test section have been calculated, by the method outlined in the 
appendix, on the basis of a normal-shock total-pressure loss at the free- 
stream Mach number together with an assumed complete loss of dynamic pres- 
sure for the bleed air which, for theoretical purposes, flows at a rate 
determined by the relationship between the one-dimensional stream tube | 


area and the Mach number and is pumped by a lOO-percent-efficient bleed- . 


air pump. The experimental power requirements can be determined similarly 
from total-pressure surveys in the main stream and measured bleed-flow 
quantities with assumed total loss of dynamic pressure-for the bleed flow. 
Theoretical &nd experimental power requirements for the test-section con- 
figuration shown in figure 2(a) are compared_in figure T(a). ‘These data 
indicate a minimum total power requirement per pound of flow at M = 0.9. 
At Mach numbers above 0.9, the measured power is somewhat greater than 
the theoretical power primarily because of the larger required quantities 
of bleed air. At lower speeds, however, the losses are accountable to 
mixing in the slot itself. An examination of the power required by the 
bleed flow alone as compared to total power requirements stresses the | 
need for keeping the bleed-air flow rate to the minimum value for gener- 
ating a required Mach number and for recovering all possible total pres- 
sure in the bleed air. The bleed-flow quantity could be reduced, espe- 
cially between M % 0.05 and M = 1.2, by reducing the length of the 
constant-area tube downstream of the 510% and thus avoiding the a 
that occurs in this Mach number range. : lg EN 
In an effort to recover more of the bleed-air total pressure, the 
sides of the slot were faired from the lower edges of the floor bars 
smoothly downward on an arbitrary radius to the full width of the plenum 


forming a bleed-air or slot diffuser. (See fig. 2(b).) The power require- 


ments for this arrangement are presented in figure 7(b). A comparison of 
these data with figure 7(a) indicates a net increase in required power for 
the arrangement by using the slot diffuser. This increase comes entirely 
from the bleed air, which was handled in even larger quantities than in 

the original arrangement. 


la 


length varied between 
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These tests with a sharp cutoff at the end of the slot and with 
auxiliary pumping for the bleed air indicate that this system can operate 
at powers approaching the theoretical at Mach numbers above 1.2 and that 
a slot diffuser is detrimental to the power characteristics of the tunnel. 
It appears that a reduction in power would result if the auxiliary pump 
intake were alined with the slot flow to take advantage of the high total 
pressure in the plenum at the end of the slots; any examination of the 
power requirements for a complete tunnel circuit should include consid- 
erations of the velocity distributions present at the entrance to the 
diffuser, which were excellent for these tests using the auxiliary pump, 
and possible savings in diffuser power gained therefrom. 


Ejector Pumping 


The arrangement shown in figure 2(c) has been chosen as & simple 
ejector for this preliminary investigation. Here h and h' are the 
heights of the high-velocity and low-pressure (main-stream and bleed-air) 
jets, respectively, and 2 is the length of the mixing region. Since 
the width is constant throughout, the gap ratio h'/h is equal to the 
area ratio of the secondary to primary jets. The slotted test section 
is followed by a constant-area tube similar to that used for the auxil- 
iary pump configuration except for an increase in length, l$ h as com- 
pared to 1 h. 


Effect of mixing-tube length.- Several preliminary runs established 
that at a gap ratio of 0.509 the tunnel could be operated up to M = 1.2. 
With this gap ratio of 0.389, a series of five mixing sections in 
l-foot increments from l-foot to 5-feet long and of constant longitudinal 
cross section were tested to determine the effect of mixing-tube length 
on the power required to overcome losses in the slotted test section and 
in the mixing tubes. Results of these tests, presented in figure 8, show 
a variation of almost 2 to 1 in power requirements as the mixing-tube 


i = 13.33 and L = 2.67 for the Mach number 


range tested. It is interesting to note that all lengths had a practi- .. 
cally linear variation of power with Mach number through the test range 
and that all lengths required a great deal more power than the theoreti- 
cal. This increase in power is due in part to the longer constant-area 
tube following the slotted test section and the corresponding increase 

in choking effects with higher required bleed flow. This choking fixes 
the Mach number of the main air jet and tends to fix the static pressure; 
thus, the performance of the ejector is penalized since increases in test 
section Mach number do not change the conditions of the primary ejector 
jet. 


These data are cross-plotted by presenting power as a function of 
mixing length-test section height ratio for several Mach numbers in fig- 
ure 8(b). Here the optimum value of 4 appears to be about 6.4. For 
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shorter than optimum lengths the low-energy bleed air is exhausted to _ 
atmospheric pressure without benefit of complete mixing and energy trans- 
fer from the main stream. Some improvement in mixing rate might be accom- 
plished in the shorter sections by use of vortex generators or slats for 
deflecting the main air stream down into the re-entering bleed air; con- 
sequently, it may be possible to shift the point of optimum operation to 

& somewhat shorter section by use of these devices. As the mixing length 
is increased beyond the optimum value, the power parameter increased 


rapidly. For the longest mixing tube, l 2.15.35 a study of the longi- 
2 h P 


tudinal static-pressure distribution indicated a re-acteleration toward 
the end of the tube. (See fig. 9.) This effect is probably due to the 
development of a very thick boundary layer dnd formation of an effective 
id QE in this region. The high peak pressure indicated at station 
= -5 is the result of bleed air impinging on the lower surface of the 
LA which forms the bleed-air jet of the ejector. These closed- 
ejector data indicate a definite optimum value of mixing length which | 
varies little with Mach number through the range tested. It is not sug- 
gested that the same length will be optimum for other ejector gaps. 


Effect of gap ratio.- In addition to the initial gap ratio of 0.389, 
two additional gap ratios were tested to determine the effect of gap width 
on power requirements. The gap ratios chosen were 0.222 and 0,556; and 
the 1-8 mixing tube was used. Results af these tests are presented 


in figure 10. With the smaller gap, the bleed flow appeared to be limited 
so that the maximum attainable Mach number was reduced below that for the 
0.389 gap ratio; however, increasing the gap ratio beyond 0.389 had no 
effect on the maximum attainable Mach number. These d&t& also show a 
variation of about 2 to l between the power required by the two extreme 


cases, 2 = 0,222 and 0.556, for the range of gap ratios and Mach num- 


bers tested. Within its Mach number range, the configuration with the 
smallest gap ratio, 0.222, required the least power. The larger gap ratio 
caused considerable increases in power parameter because of a decrease in 
the efficiency of diffusion and ejector pumping. It appears, therefore, 
that the smallest gap capable of bleeding off the amount of air necessary 
to produce a desired Mach number will also be the one requiring the least 
power at that Mach number. | 


Effect of continuous open slot.- In & further attempt to recover some 


of the total-head energy of the bleed air, open-type ejectors were tested 


(figs. 2(d) to 2(g)). Here, instead of using a sharpened scoop at the end _ 


of the slot, the floor bars were tapered at the trailing edge from center 
to edge ana from bottom to top so that the slot was completely opened at 
the back and allowed the bleed air to flow back into the main stream from 
@ slot the full width of the test section. In the interests of simplicity 
of construction, the tapered portion of the bar was straight rather than 
curved or faired from the surfaces of the bar. Air from the plenum is 
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collected by an elongated scoop similar to that presently used in several 
large tunnel installations (refs. l and 3), and brought out of the chamber 


through a gap l-inch high (& - 0.222) at which point it remixes with 


the main flow. The leading edge of the plenum scoop is located 2 inches 
below the surface of the floor bars. The scoop thus functions as a col- 
lector for bleed air and as a duct to return the bleed air to the main 
flow; the purpose of this arrangement is to reduce mixing losses between 
bleed air from the slot and dormant air in the plenum. 


Results of tests in which this ejector arrangement was used are pre- 
sented as figure 11. The first test of this series used only the basic 
plenum scoop shown in the sketch (fig. 2(d)). These data, shown with 
circle symbols, exhibited a rise in power at Mach numbers slightly below 
1.0 similar to that for the slot scoop using the auxiliary pump. (See 
fig. T.) This rise might not occur at such a low Mach number if a differ- 
ent position of the plenum scoop lip had been investigated. An examina- 
tion of the total-pressure distributions at the entrance to the diffuser 
indicated that this increase in required power from M = 0.83 to 0.95 is 
associated with the beginning of pumping by the ejector. These data show 
slightly higher power required than that for the most efficient closed 
ejector tested (R = 0.292 and = = 8); this increase in power is attri- 
buted to an insufficient length of mixing tube on the open ejector. 

Higher Mach numbers were obtained with the open ejector than with the 
closed ejector because of the incorporation of a diffuser on the open- 
ejector arrangement. 


Since the open ejector operated at power requirements approaching 
those of the closed ejector with the same gap ratio, and since it is simi- 
lar to several large tunnels presently in operation, it was considered 
desirable to use it as a basis for several modifications designed to 
reduce power requirements through improved handling of the bleed-air flow. 
The first modification was the use of the slot diffuser which had been 
used with the auxiliary-pump configuration. The downstream end of this 
diffuser was flared to match the widening downstream end of the slot. 

(See fig. 2(e).) As can be seen from figure 11, the net result was an 
increase in required power much the same as was observed in the case of 
the sharpened scoop with slot diffuser. 


Effect of plenum chamber size.- Another modification of the open 
ejector consisted of a filler block which effectively formed a plenum 
bleed-flow passage and ducted the bleed flow onto the scoop as shown in 
figure 2(f). The use of this arrangement greatly reduced the volume of 
the plenum, but only slight changes were observed in the longitudinal 
static-pressure distribution (fig. 12). The only change was an earlier 
rise in pressure corresponding to a shock and deceleration near the down- 
stream end of the test section. As can be seen in figure 11, the instal- 
lation of this filler produced substantial reductions in power required 
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at subsonic Mach numbers but made little or no change from the basic open 
ejector configuration at Mach numbers greater than L.O. A modification 
of the ducted bleed-flow passage added the slot diffuser as shown in fig- 
ure 2(g) and resulted in substantial reductions of power over the entire 
test Mach number range. For this configuration all the energy of the 
bleed flow is not reduced to the level of the static pressure in the 
chamber, as indicated by the experimental power values falling below the 
theoretical values at the higher Mach numbers. Here again, the volume 

of the chamber is greatly reduced from that of the original tests, but 
changes in the longitudinal static pressure were limited to the earlier 
rise in pressure near the downstream end of the test section as shown in 
figure l2. It is noted that at Mach numbers greater than 1.2, this 
arrangement required less power than either of the arrangements using 
auxiliary pumping; however, it is probable that similar improvements in 
power required could be made with either of these arrangements by using 
the combination ducted bleed flow and slot diffuser modification if, in 
the case of the auxiliary pump, the point of removal of bleed air is _ 
moved to the end of the tunnel and alined with the ducted bleed-flow 
passage. 


CONCLUSIONS 


These data obtained from tests in a ai - by id. -inch constant-cross~ . 


section, single-slot test section allow the formulation of these 
conclusions: ; EM "ee 


(1) The use of a sharpened slot cutoff? at the downstream end of the 
slot together with an auxiliary pump for bleed-air removal provided oper- 
ation for Mach numbers less then 1.2 &t power parameters less than those 
for any other configuration tested. If diffuser losses were considered, 
this might well be the most desirable arrangement from the power view- 
point, since it provides a nearly boundary-layer-free flow into the dif- 
fuser entrance. É 


(2) The installation in the open-ejector-type tunnel of a bleed-flow 
passage (small volume plenum for directing bleéd flow) together with a 
slot diffuser did not radically change the longitudinal Mach number dis- 
tribution of the basic slotted test section and resulted-in operation at 
Mach numbers greater than 1.2 at power parameters less than those for = 
any other configuration tested. v B rs "EP 


(5) For minimum power required in an ejector-type tunnel, there 
exists a definite optimum length of mixing region for a given gap ratio. 
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(4) For the ejector-type tunnel, the smallest gap capable of bleeding 
off the amount of air necessary to generate a desired Mach number will 
also be the one requiring the least power at that Mach number. 


Langley Aeronautical Laboratory, 
National Advisory Committee for Aeronautics, 
Langley Field, Va., May 25, 1953. 
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APPENDIX 


Derivation of Power Parameter 


For an isolated portion of a tunnel system such as is under consid- 
eration in the present report, certain assumptions are required. First, 
the tunnel diffuser is assumed to be perfect; that is, the final static 
pressure is equal to the initial diffuser total pressure and the final ` 
diffuser velocity is zero. Second, it is assumed that no heat transfer 
occurs through the tunnel walls or that the stagnation temperature of 
the flow is constant. The losses in such & system appear &s reductions 
in the total pressure of the flow. Then, from any book on thermodynamics, 
the work required to increase the pressure of the air flowing out of the 
diffuser by an amount equivalent to the total-pressure drop in the tunnel 
is (in an isothermal process), 


Ho, 
Work = WRI, loge "AR 
Op 


where work is the work in foot pounds per second, w is the weight flow 
per second, R is the gas constant 55.5, T, is the stagnation tempera- 


ture of the flow, Ho, is the initial stagnation pressure of the flow, 
and Ho, is the final stagnation pressure. 


D—H— - 


Ihe power required, which is the time rate of energy do E is 
then, in terms of horsepower | n 


or 


In order to convert the foregoing parameter to horsepower per square foot 
of tunnel cross-sectional area, multiply by the weight flow per square foot 
of tunnel area and by the stagnation temperature. The general multiplying 


PV Po oV 
factor ~——— ——. Tap reduces to ÒO. VT . It is assumed 
Po8o RT. YeRTo To pee Fo 





a 
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that PY/P 8o is measured at the throat since total flow is desired 


and any other station is liable to errors due to slot flow. Thus, for 
subsonic Mach numbers, the value of pV/P.8, corresponding to the throat 


Mach number must be used but, for supersonic Mach numbers, the throat is 


always sonic and the factor ‘becomes 0.532 PON To- 
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Figure 1.- General arrangement of tunnel with slot cutoff installed. 
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Plane of bleed-flow survey rake 


(a) Sharpened slot cutoff. 


Figure 2.- Line drawings of & vertical section through the center line 
of the tunnel showing the various slot arrangements. 
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(b) Sharpened slot cutoff with slot diffuser. 


Figure 2.- Continued. 
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(c) Closed ejector and mixing tube. 


Figure 2.- Continued. 
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(d) Basic open ejector. 


Figure 2.- Continued. 
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(e) Open ejector with slot diffuser. 


Figure 2.- Continued. 
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(f) Open ejector with filler block. 


Figure 2.- Continued. 
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(g) Open ejector with slot diffuser and filler block. 


Figure 2.- Concluded. 
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Slot cutoff 


Survey plane 


Bleed=air plenum 


To auxiliary pump 


(a) Elevation view, section through tunnel center line. 
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(b) Cross section of tunnel floor at plane of rake, looking upstream. 


Figure 3.- Line drawing of the location and arrangement of bleed-flow 
survey rake. (Used with auxiliary pump, fig. 2(a).) 
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Figure 4.- Variation of rate of bleed-flow removal with Mach number for 
arrangements using auxiliary pumping. 
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(d) M = 1.22. 


(c) M= 1.12. 
Figure 5.- Contours of constant total pressure as measured with bleed-flow 
survey rake. See fig. 2(a). 
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Figure 6.- Total-pressure profiles beneath slot and floor bars as measured 
with bleed-flow survey rake. 
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(b) With slot diffuser. See fig. 2(b). 


Figure 7.- Variation of power required with Mach number for slot cutoff 
arrangements using auxiliary pumping for bleed air. 
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(a) Mixing-length ratio constant. 
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(b) Mach number constant. 





Figure 8.- Variation of power with ejector mixing-length ratio for several 
t 


values of Mach number = = 0.389. See fig. 2(c). 


NACA RM L53F10 









eld | le | dE id] | HI. 
Si LL ie a TINT. 
AIL | EL IIEU PTET 





IC {6 20 24 23 32 36 40 44 


X, inches measured downstream from 








ceL.—o-Lc 

Te 

le 

TH 

| alu 

aa 

=T 
== 
VIIE 
E LLL 
T LE 


4 E 


L 
E. 
S 
& 
< 5333398 
S XM 
E 
K 
XQ 
È oo Od PAY 4° 
> © .% 
d1iL M 
i, 
1| ig | pa REL | rl he 
aa 
COP SÈ 
IMI S. 
D 


29 


= 15.55 mixing tube at stations downstream of the ejector 
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Figure 9.- Longitudinal static pressure distribution measured on the lower 
exit. 
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(a) Ejector gap ratio constant. 


Mach number Symbol 


0.75 9 
So 
.90 
1,00 
1.05 
1.10 
120 


(hp) 
w To 


DaD Oa 





i 6 4 
Ejector gap ratio; /h 


(b) Mach number constant. 


Figure 10.- Variation of power with ejector gap ratio at several values 
of Mach number == 8. See fig. 2(c). 
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Figure ll.- Variation of power required with Mach number for several open- 
ejector configurations. 
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Figure 12.- Longitudinal static-pressure distribution for several open- 
ejector configurations. l 
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